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NOTIFICATIONS BY HEADS OF DEPARTMENTS Etc. , 


HIGH COURT OF ANDHRA PRADESH AT AMARAVATI 


ROC.NO.599 / SO / 2019 . 


Dated : 13.05.2021 . 


COURTS - CRIMINAL - APPOINTMENT OF SPECIAL JUDICIAL MAGISTRATES OF 

IL CLASS AT BADVEL IN KADAPA DISTRICT - CONFERMENT OF POWERS 
UNDER SUB - SECTIONS ( 1 ) AND ( 2 ) OF SECTION 13 OF THE CODE OF 
CRIMINAL PROCEDURE , 1973 , FOR A PERIOD UPTO 31ST MARCH , 2022 - 
NOTIFIED . 


Read the following : 

1. G.O.Ms.No.35 , Law ( LA & J. Home Courts - C ) Department , Dt : 31.03.2011 . 
2. G.O.Rt.No.353 , Law ( Home - Courts - A ) Department , Dated : 15.04.2020 . 
3. High Court's letters in Roc . No.599 / SO / 2019 , Dt : 11.09.2020 addressed to the Secretary , 

Law ( Home Courts - A ) Department , Government of Andhra Pradesh , Amaravathi . 
4. G.O.Rt.No.458 , Law ( L , L.A & J - Home ( Courts - A ) Department , Dated : 04-05-2021 . 


NOTIFICATION No.22 / SO / 2021 


In exercise of the powers conferred by sub - sections ( 1 ) and ( 2 ) of Section 13 
of the Code of Criminal Procedure , 1973 ( Central Act 2 of 1974 ) read with Rule 1 of 
the Rules , framed with regard to appointment of Special Judicial Magistrates of Il Class / 
Special Metropolitan Magistrates , the High Court of Andhra Pradesh , hereby confers on 
Sri S. Siva Prasad , as Special Judicial Magistrate of Il Class , Badvel ( Court 
sanctioned under 13th Finance Commission ) , all the powers of Special Judicial 
Magistrate of Il Class , in respect of particular cases or particular classes of cases , 
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as may be specified by the Chief Judicial Magistrate , Kadapa District to enable him to 
function as Special Judicial Magistrate of Il Class , Badvel , in Kadapa District , for a 
period UP TO 31st MARCH , 2022 , from the date he assumes charge of his post as such , 
or till he attains the age of 65 years , whichever is earlier , subject to condition that if he 
refuses / fails to join duty within fifteen ( 15 ) days from the date of issue of the notification , 
his claim to the said post shall be forfeited and that the services of the officer appointed 
shall be liable to be terminated without any notice . 


Under sub - section ( 1 ) of Section 14 and sub - section ( 2 ) of Section 15 of the Criminal 
Procedure Code , 1973 the Chief Judicial Magistrate , Kadapa District , may issue special 
orders defining the local limits , from time to time and also as to the distribution of the 
business among the Special Judicial Magistrates of II Class to exercise the powers in 
the place of his posting in Kadapa District . 


Sd / - . , 


REGISTRAR GENERAL . 
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